From: 

Sent: 

To: 


Khan, Annie (DPH) 

Wednesday, November 03, 2010 12:58 PM 

Salemi, Charles (DPH); O'Brien, Elisabeth (DPH); Piro, Peter (DPH); Lawler, Michael 
(DPH); Saunders, Della (DPH); Corbett, Kate (DPH); Glazer, Lisa (DPH); Feiden, Stacey 
(DPH); Frasca, Daniela (DPH); Renczkowski, Daniel (DPH); Tran, Mai (DPH); Tan, Zhi 
(DPH); Sprague, Shirley (DPH); Phillips, Gloria (DPH); Zanolli, Janice (DPH) 

Subject: Baby Shower on Friday 


Hi, 

I am planning on having a little treat (cake) on behalf of Nicole and Baby Medina on Friday. I am going to purchase a gift 
card to Toys R Us. For those who would like to contribute $5.00, please give money to either Dan or myself. 

If you would like to bring something to celebrate this occasion, the drug lab always welcomes snacks. 

Thanks. Sorry for the short notice. 

Annie 
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